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— rpri R195, 196, 233. 244, 395, 396, 423, 424, 595, 596, 623, 624, 795, 796, 823, 824: 

SMT 1 206 SIZE CAPACITORS ARE USED AT THESE LOCATIONS 

/k R36. 37. 42. 45: VALUE DEPENDS ON MODEL AC VOLTAGE RATING. SEE TABULATION BLOCK 

FI : VALUE DEPENDS ON MODEL AC VOLTAGE RATING. SEE TABULATION BLOCK 
8. ZENER TOLERANCE IS 5X 
7. SMT CAPACITOR VOLTAGE IS 50V 
6. SMT RESISTOR WATTAGE RATING IS 0.1 W 

A 5. RESISTOR WATTAGE RATING IS 1/4W 

FOR RESISTOR WATTAGE RATINGS GREATER THAN 1W, TOLERANCE IS 5Z 
FOR RESISTOR WATTAGE RATINGS LESS THAN 1 /2W, TOLERANCE IS 1 Z 
4. THROUGH-HOLE FILM AND CERAMIC CAPACITOR TOLERANCE IS 1 0X, VOLTAGE IS 1 00V 
3. ELECTROLYTIC CAPACITOR TOLERANCE IS 20Z 

2. COMPONENTS WITH VALUE PREFIXED WITH A REPRESENT SMT COMPONENTS. 

1. THIS DRAWING USED IN CONJUNCTION WITH ASSEMBLY WP-000369-XX AND PC-000169-00. 
NOTES: UNLESS OTHERWISE SPECIFIED 
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DP-STBY PINS (SEE 8-CH DP SPEC) 



NO DC MUTING. 

NO POWER SUPPLY CUTBACK 
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INPUT SIGNAL 
PULLS UP TO 
INCREASE SPEED 
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NEGATIVE FEEDBACK 
PI, ILLS DOWN WHEN 
FAN VOLTAGE INCREASES 



NOT USED 
''R 0805 



FAN SPEED CONTROL 
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STOP = LOW 
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CHANGES CONFINED TO TRANSFORMER SECTION 
NEW TURNS RATIO ON T2 

REDUCED FUSE CURRENT, CONFIRM 125V RATING 
Cl 53 ETC NEW RESONANT CAP (ESTIMATED) 

D142 ETC, USE MUR 840, 8A 400V. 
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